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E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: PSU REPLACEMENTS 

SAIGON FOR RSO; HONG KONG FOR RSS/RMO 

1. REQUESTED CO MSG BATTALION ON DEC. 19, 1974. BOTH 
ORALLY AND IN WRITING TO EXPEDITE ASSIGNMENT OF REPLACE- 
MENTS FOR PSU. 

2. MSG BATTALION THIS DATE AGAIN ASSURES US THAT PROMPT 
ACTION WILL BE TAKEN TO REASSIGN TRAINED PSU MEMBERS INTO 
SAIGON TO REPLACE FAUSTINI AND TERRY. REGRET DELAY. BROWN 
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